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King, Yalerie A. 

From; Feng, Shixia 

Sent: Thursday, August 21,2003 2:31 PM 

To; King, Valerie A. 

Subject: FW: 4-ABP-Hb data 

Sorry for Ieaving your name out. 


-Original Message- 

From: Feng, Shixia 

Sent: Thursday, August 21, 2003 2:06 PM 
To: Jill Schultz (jill.5Chultz@covance.com) 

Cc: Mark Bentley (Mark.Bentley@covance.com); Kinser, Robin D.; Sarkar, Mohamadi; Roethig, Hans; Zedler, 
Barbara; Mendes, Paul; Feng, Shixia; Liang, Qiwei; Nelson, Bettie L; Gogova, Maria; Oey, Jan 
Subject; 4-ABP-Hb data 

Dear Jill, 

We understand Ihat much of the 4-ABP-Hb data has not been transferred to MDS because a software validation 
is still In Progress. After an internal discussion, we would like for Covance to transfer the data thal have been 
generated and have passed the analytioal QC review as interim data in order for us to expedite our evaluations of 
the clinical results. Covance can release the finał QA r 0 viewed anatytical data once the software validation is 
compiełed. 

Your assistance will be htghly appreciated, 

Sincerely, 

Shixia 

Shixia Feng 
Philip Morris USA 
Tel: 804-274-3758 
Fax: 804-274-2891 
Celi: 804-334-6423 
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Source: https://www.industrydocuments.ucsf.edu/docs/gmyx0001 





